BELL SYSTEM PRACTICES 
AT&TCo Standard 


SECTION 074-235-120 
Issue 1, January 1976 


TOOL 


LINE - DESCRIPTION 


1, GENERAL 
1.01 This section covers noncoded Bell System 
fish line. 


1.02 When this section is reissued, the reason for 
reissue will be listed in this paragraph. 


1.03 The information contained in this section 
supersedes the corresponding information 
in Section 074-680-101. 


R-1313 


A braided flax fish line about 0.32 inch in diameter 
having a tensile strength of approximately 15 
pounds, Furnished in 50 yard lengths on wooden 
spools. For use in lining up equipment in panel 

offices and in cleaning pneumatic tube 
equipment in toll offices. 


NOTICE 


Not for use or disclosure outside the 


Bell System except under written agreement 


Printed in U.S.A. 1 Page 


